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Copy J of & 
1O April 1959 


enelosed axe ok} following Audht Kepertaregating Geen 
‘reoisien Laboratory, Ine. 


schedule «<2 af each repert showe the verlew: customers, are 
these custemers under contract te 46CT In any event could you check 
to ges if ALC hee repotiated any settlements with GPL for FADAM 
aubrpwnt.s 


in, partiowler we are interested in what they did ragarding 
the followings 


1. Honearch & Development Pxpente 
2. v#arranty Expense 

3. Toole and Test Ecuipment 

' je Frerat 


| If settlements have not been effected ty AKC then I suggest 
thet sem atrangements be sstablighed whereby the Customers cen be 
uniform in theis offers, 


Let ae have your coments regurding these reports, 


oineerely, 
Lat 
Enclosures: 40 
Cy 3 of DPD mg01 a= ae ee eee 
tp 3 of DD. 
Gy 3 of DPRedh1~-9 ge 8 om 
Distributions saree kf? SE Ge. 
Orig ——EEee 25X1A 
2 =» RimlOT6 w/oy l of DPDA2013-599, Prop Sec 
SN eas HF~G7O1 w/ey 1 of DPD-2014-59, Prop See 
; af wz wer 1 ef DPDH2012-59, Frep Sec 
5°= Finance ley 2 of DPDe2O13~59 


6 = Finance w/oy 2 of DPDeaO14-59 © 
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